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MLSI-PC11 Paper Tape 
Reader/Punch Controller 

• Parallel interface for most popular paper tape 
readers and punches 

• PC-11 software compatible 

• Dual module, mounts in one-half quad slot 

• Multiple address selection standard 

• 15 foot cable with mating connector 

• Power requirements +5V at 0.9A 

IV/l r| l"! 1995 N. Batavia Street 
1^11 I In Orange, California 92665 
11ILJLJ 714-998-6900 
SYSTEMS INC. TWX:910-593-1339 


MLSI-LP11 Line Printer Controller 


• Parallel interface for most popular line printers 

• LP-11 or LS-11 software compatible 

• Dual module, mounts in one-half quad slot 

• Multiple line printer address selection standard 

• 15 foot cable with mating connector 

• Power requirements + 5V at0.7A 

• Interfaces to Centronics, Dataproducts, Data 
100, Houston Instruments, GE TermiNet t, or 
any printer emulating Centronics or 
Dataproducts interfaces 


MLSI-CR11 Card Reader Controller 


• Parallel interface for most popular card readers 

• CR-11 software compatible 

• Dual module, mounts in one-half quad slot 

• Multiple card reader address selection standard 

• 15 foot cable with mating connector 

• Power requirements +5V at 0.9A 
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MLSI-XYV11 Incremental 
Plotter Interface 

• Parallel interface for Houston Instruments or 
CalComp XY plotters or equivalent 

• XY-11 software compatible 

• Dual module, mounts in one-half quad slot 

• Multiple'plotter address selection 

• Differential drivers standard 

• Optional cable available 

• +5V at .9 A; + 12V at .4 A 











